








accidents 
anesthesia explosion . .6-12,13,17 
electrical 1 
acetone, ear preparation 
adhesive, tissue 
air conditioning, O.R. 
anesthesia 
agents and drugs in ....13-15,16 
colon surgery and ....98,99,100 
complications of 
equipment, disinfection 
explosion hazards in 
Fluothane in 
positioning for 
bacteriological testing 
hospital 
personnel 
program for 54 
skin 56-58,122,123 
sterilizer 
water supply 
blood 
heating of 
loss, measurement of 
brushes 
cancer 
cardiac arrest 
catheters 
bacteriostatic 
care of 
irrigation of 
check list, surgical 
chemical disinfection 
anesthesia equipment 
drainage equipment 
electric razors 
endoscopic instruments 


72,123,124 
83,122,123 
colon surgery 97,98,99,100 
color, in inventory control ... .67,68 
communication 
interdepartmental 
nursing 
operating room 
conductivity 
pathway of 
shoes and 
cords, power 
cultures—see bacteriological 
testing 
design, circular O.R. 
distilled water 
drainage valve 
drapes 
paper 
spray-on 
ear surgery 
infections in 
preparation for 
electric razors 
electrical circuits 
electronic equipment 
electrostatics 
endoscopic instruments 
ether 
skin cleaning with 
storage of 
ethylene-oxide sterilization 
aeration after 
sutures 
ventilators 
explosion hazards 
air conditioning in 
plastic pail liners and 


19-23 
30-32,33,82 


9,18,121 


fiber optics 
fogging 
gastric cooling 
gastric surgery 
gloves 
granulomas from 
wound infections and 
gold leaf in surgery 
grafts 
microdermatome 


granulomas, starch powder .... 
Heimlich valve 
housekeeping 
in intensive-care unit 
in O.R. 
hyperbaric oxygen 
chambers 
hysterectomy, care of 
ignition, sources of 
infectious hepatitis 
infections 
committees 
control of 
gas gangrene 
gloves in 
hyperbaric oxygen and 
infectious hepatitis 
in recovery room 
scheduling and 
stapedectomy 
streptococcal 
surgical 
tetanus 
instruments 
endoscopic 
sterilization of ...73.75,79,83,126 
ultrasonic cleaning of 79 
intensive-care units 45,46,47,48,51,71 
inventory control 
irradiation sterilization 
irrigator, cystoscopy 
laser beam in surgery 
masks 
medicolegal responsibilities .36,37,38 
microdermagrafting 
monitoring 
myasthenic patient 
nail files 
needles, large-gauge 
nursing care—see also surgery 
PGR aaa 4 halk cewecawies 36 
infection control in 
operating room 
research 
surgical patients . . 
open-heart surgery 
oxygen, hazards of 
parenteral solutions 
parkinsonism, surgery for . 
paratid gland surgery 
plastic 
pail liners 
skin drapes 
plugs, electrical 
portable equipment 
positioning 
powder, glove 
preventive maintenance 
private scrub nurses 
psychological patient care 
receptacles, electrical 
recovery room 
resuscitation, method for 
saline, grades of 


scheduling 
shock hazard 
shoes 

cleaning of 

conductivity of 
skin 

culturing of 

disinfection of 82,122,123 
solutions, sterilization of .. .74,79,80 
sponge counts 
staphylococci 

personnel 

on hair 
sterilization 

brushes 

catgut 

catheters 

electric razors 

instruments 

microdermatome 

resterilization 

solutions 

steam 

suction apparatus 

utensils 
sterilizers, cultures of 
streptococcal wound infections . . 
supervision 

multiple 

Calas COMES ck a ire cask aia 32,33 
surgeons, as behavior problems . 82 
surgery 

adhesive for 


81,124,125 
7,8,9,121 


.. .72,123,124 
16,18,19 


gastric 
gold leaf in 
gynecological 
infections in—see infections 
laser beam in 
micrografting 
myasthenia gravis 
open-heart 
parkinsonism 
parotid gland 
scheduling 
thoracic 
urological 
wounds, care of 
surgical records 
automated 
sutures, sterilization of 
terminal sterilization 
tetanus 
textiles 
patching of 
wrappers 
thoracic surgery 
complications of 
drainage after 
tissue adhesive 
transfer forceps 
ultrasonic sterilization 
unconscious patient, carc of .116,117 
urological patient 
care of 
catheters for 
preparation of 
utensils, sterilization of ... .73,74,75 
ventilation 
in intensive-care unit 


102,103 


wiring, electrical 
wounds, management of 
wrapping, technic for 





